SPECIFICATION CONTROL DRAWING 


A 
PURCHASE MATERIAL: 6061-T6/T62/T651 ALUMINUM SHEET OR PLATE 


SPECIFICATION: 
QQ-A-250/11 OR AMS-QQ-A-250/11 
OR AMS 4025 OR 4027 
OR ASTM B209 
A 
PART NUMBER: 
M6061T6S .XXX X W.WWW 
THK 
WIDTH 


A 
PREFERRED SIZE: 


WHERE ".XXX" = THICKNESS (IN INCHES) 
AND "W.WWW" = WIDTH (IN INCHES, OPTIONAL, FOR SPECIFYING CUT PLATE) 


EG. 0.063" THICK SHEET = M6061T6S.063 
EG. 3.5" WIDE BY 0.500" THICK PLATE = M6061T6S.500X3.500 


.XXX BY 4FT BY 8FT FOR SHEET 
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